300     NONDOCKETED ITEMS
8503200424  Comments on proposed rules 10CFR50 & 55 re operator licenses & conforming amend.Proposed rules should be revised to more clearly state that plant-specific simulators not required for training.license exams or requalification. RAHE.E.P. Westinghouse Electric Corp. 49FR46428 078. 85/03/15,
CHILK.S.J. Office of the Secretary of the Commission. 7pp. 29427:273-29427:279.
8503200425  Comments on proposed rules 10CFR50 & 73 & draft reg guide, Task SG 301-4,re access authorization.Potential "insider" threat not sufficient to justify measures contained in proposed rule.Adequate stds developed by industry. STEWART.W.L Virginia Power (formerly Virginia Electric & Power Co.). 49FR30726 135. 85/03/08. Docketing & Services Branch. 10pp. 29427:333-29427:342.
8503200429  Comments on proposed rules 10CFR50 & 55 re operator licenses & conforming amend.Changes threaten ability to conduct training svcs for nuclear power plants.
CATO.HJ. Custom Training Programs. 49FR46428 079. 85/03/13. Office of the Secretary of the Commission. 4pp. 29432:096-29432:099.
8503200430  Forwards supplemental info omitted from 850301 comments on proposed rule 10CFR40 re U mill tailings regulations.
WEAVER.K.L Colorado, State of. 49FR46425 014. 85/03/14. Docketing & Services Branch. 11pp. 29427:318-29427:330.
8503200447 Comments on proposed rule 10CFR60 re repository of radwaste. Rule not in best interest of citizenry.
GINGERICH.B., STALLCOP.D., SCOGGIN.J. Garfield County, WA. 50FR2579 007. 85/ 03/11. NRC - No Detailed Affiliation Given. 1p. 29430:127-29430:127.
8503200459 Comments on proposed rules 10CFR50 & 55 & proposed rev to Reg Guide 1.8 re operator licenses.Clear technical basis for need for regulations not established.lndustry has taken steps to improve training.
HINTZ.D.C. Wisconsin Public Service Corp. 49FR46428 080. 85/03/15. Docketing & Services Branch. 13pp. 29429:206-29429:218.
8503210261 Comments on proposed rules 10CFR30,40,50,51,70 & 72 re decommissioning criteria.Stringent.verifiable EIS should be required prior to issuance of decommissioning license.
NEMETHY.E. Ecology/Alert. 50FR5600 001. 85/03/16. Docketing & Services Branch. 3pp. 29463:041-29463:043.
8503210402 Comments on proposed rule 10CFR60 re disposal of high level radwaste in geologic repositories & amends to licensing procedures.Commission involvement in decisionmaking on elimination site alternative essential.
FINAMORE.B.A. Natural Resources Defense Council. 50 FR2579 008. 85/03/19. CHILK.S.J. Office of the Secretary of the Commission. 12pp. 29462:168-29462:179.
8503210404 Comments on proposed rules 10CFR50 & 55 re operator licenses.conforming amends & draft Reg Guides 1.8,1.134 & 1.149 concerning operator qualifications.Opposes specific provisions of proposals.
COUNSIL.W.G., FEE.W.F. Northeast Utilities. 49FR46428 081. 85/02/26. CHILK.SJ. Office of the Secretary of the Commission. 4pp. 29463:016-29463:019.
8503210415 Comments on proposed rules 10CFR50 & 55 & draft Reg Guide 1.8 re proposed clarification/changes to regulations governing operator & senior operator license applications, exams & license issuance.
ZIMMERMAN.S.R. Carolina Power & Light Co. 49FR46428 082. 85/03/15. CHILK.S.J. Office of the Secretary of the Commission. 4pp. 29462:355-29462:358.
8503250140 Comments on proposed rules 10CFR50 & 55 re improving basis for developing & conducting operator licensing exams & rev to Reg Guide 1.134, "Medical Evaluation of Nuclear Facility Personnel Requiring Operator Licenses." Opposes rules. DIMEGLIO.A.F. Rhode Island, State of. 49FR46428 083. 85/03/18. Docketing & Services Branch. 3pp, 29492:289-29492:291.
8503250217 Comments on proposed rules 10CFR50 & 55 re operator licenses.Suggests rewording of sections re written exams, operating tests & requalification requirements.
YOE.J.M. Affiliation Not Assigned. 49FR46428 084. 85/03/05. Docketing & Services Branch. 4pp. 29492:011 -29492:014.
8503250242 Comments on proposed rule 10CFR60 re disposal of high level radwaste in geologic repositories.Change of terms to "affected Indian tribe" would limit participation by already narrow category of Indian tribes in licensing procedures. HARJO.S.S.   National Congress  of American  Indians.  50FR2579 006.  85/03/18. CHILK.S Office cf the Secretary of the Commission. 3pp. 29491:265-29491:267.
8503260123 Comments on proposed rule 10CFR2 re enforcement policy.NRC enforcement policy.as impjemented.does not adequately mitigate sanctions imposed as result of violations identified & promptly corrected by licensee.                                                N
BASKIN.K.P. Southern California Edison Co. 50FR1142 027. 85/03/21. Docketing & Services Branch. 5pp. 29503:109-29503:113.
8503260416 Comments on proposed rule 10CFR60 re high level waste disposal.NRC review of DOE environ assessments supported & PDR should be established to house all documentation waste disposal sites.
NEMETHY,E. Ecology/Alert. 50FR2579 009. 85/03/14. Docketing & Services Branch. 1p. 29505:013-29505:013.
8503260421 Forwards comments on proposed rule 10CFR40 re U mill tailings regulations & conforming NRC requirements to EPA stds. ELKINS.C.L. Environmental Protection Agency. 49FR46425. 85/03/18. PALLADINO.N. Commissioners. 1p. 29505:033-29505:044.
-8503260425 Comments on proposed rule 10CFR40 re conforming NRC U mill tailings regulations to EPA stds.NRC reasons for conforming only portion of regulations to EPA stds insufficient,
HIRSCH.A. Environmental Protection Agency. 49FR46425. 85/01/14. CHILK.S. Office of the Secretary of the Commission. 4pp. 29505:034-29505:044.
8503270084 Comments on proposed rule 10CFR2 re review of enforcement poiicy-Accusation of matl false statement should not be associated w/ unintentional,mistaken statements or omissions. Policy should emphasize trends.not isolated cases.
STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 50FR1142 028. 85/03/13. Docketing & Services Branch. 3pp. 29527:155-29527:157.
8503270105 Comments on proposed rules 10CFR50 & 55 re improving basis for developing & conducting operator licensing exams.Rule 10CFR55.1 should be modified to indicate full purpose.
SORENSEN,G.C. Washington Public Power Supply System. 49FR46428 085. 85/03/ 18. CHILK.S.J. Office of the Secretary of the Commission. 14pp. 29523-322-29523:335.
8503270110 Comments on proposed rules 10CFR50 & 55 re improving basis for developing & conducting operator licensing exams & proposed revs to Reg Guides 1.134,1.149 & 1.8-Changes do not conform to Section 104 of Atomic Energy Act of 1954.
MCKIBBEN.J.C., ALGER.D.M. Missouri, Univ. of, Columbia, MO. 49FR46428 086. 85/ 03/21. Docketing & Services Branch. 5pp. 29527:174-29527:178.
8503270221 Package of two comments on proposed rule 10CFR60 re disposal of high level radwaste in geological repositories.Rule conditionally supported. RUSCHE.B.C. Energy, Dept. of. SMITH.D. Texas, State of. 50FR2579. 85/03/25 CHILK.S.J. Office of the Secretary of the Commission. 8pp. 29527:199-29527:206.
8503270292 Package of three comments opposing proposed rule 10CFR60 re disposal of radwaste ingeological repositories.
KALITOWSKI.T. Minnesota, State of. ALBRECHT.J.C. Coeur d'Alene Tribe of Idaho FRISHMAN.S. Texas. State of. 50FR2579. 85/03/25. Office of the Secretary of the Commission. 19pp. 29527:280-29527:306.
8503270324 Comments on proposed rule 10CFR4 re enforcement regulation for Section 504 of Rehabilitation Act of 1973.0pposes rule because handicapped individuals denied meaningful access.
GILHOOL.T.K. Public Interest Law Ctr of Philadelphia. LASKI.F.J., GRAN.J.A. Center for Law in the Public Interest. 49FR34138 007. 85/03/20 Docketing & Services Branch. 6pp. 29527:214-29527:218.
8503280030 Comments on proposed rule 10CFR60 re disposal of high level radwaste in geologic repositories.Concerns re seepage from cannisters expressed. RODGERS.T.L, Affiliation Not Assigned 50FR2579 015. 85/03/10. NRC - No Detailed Affiliation Given. 1p. 29552:020-29552:020.
8503280032 Comments on proposed rule 10CFR60 re disposal of high level radwaste in geologic repositories.Hanford site inappropriate due to nonhomogeneous rock formation supporting two major groundwater flows located 6 miles from Columbia River. KELLEY-MIZRAHI Affiliation Not Assigned. 50FR2579 016. 85/03/19. Energy, Dept. of. 2pp. 29552:026-29552:027.
8503280326 Comments on proposed rule 10CFR40 re U mill tailings.Any rev to rule necessary to conform to groundwater protection requirements established by EPA
chrMilH onciira that K?PP! maintains linnncinn -flaviKilitw
I2B 016. 85/03/21. Docketing &
HUFHAM.J.W. Tennessee Valley Authority. 49FR4 Services Branch. 4pp. 29552:061-29552:064.
8503280368 Comments on proposed rules 10CFR50 & 55 re improving basis for developing & conducting operator licensing exams & Reg Guides 1.8,1.134 & 1.^.Research reactors should be taken out from under umbrella of power reactors. CLARK.L. Massachusetts Institute of Technology. Cambridge, MA. 49FR46428 088 85/03/27. Docketing & Services Branch. 2pp. 29551:266-29551:267.
8503280401 Comments on proposed rules 10CFR50 & 55 re operator licenses.Section 55.2(b) of Subpart A re general provisions should be changed to allow use of subj matter experts in heat transfer.fluid flow & reactor theory.
HUFHAM.J.W. Tennessee Valley Authority. 49FR46428 087. 85/03/21. Docketing & Services Branch. 6pp. 29551:268-29551:273.
8503290199 Comments on proposed rules 10CFR50 & 55 & proposed revs to Reg Guides 1.8.1,134 & 1.149 re operator licensing exams. Proposed guides & rules inappropriate for research reactors.
RICHARDS.W.J. Argonne National Laboratory. 49FR46428 089. 85/03/19. Docketing & Services Branch. 2pp. 29560:050-29560:051.
8503290208 Comments on proposed rules 10CFR50 & 55 & Reg Guides 1.8 & 1.149 re improving basis for developing & conducting operator licensing exams.Requirements for testing, documentation & certification of simulators restrictive. WHITTIER.G.D. Maine Yankee Atomic Power Co. 49FR46428 090. 85/03/21. Docketing & Services Branch. 3pp. 29560:187-29560:189.
PRM PETITION FOR RULEMAKING
8503010319 Comments on petition for rulemaking PRM-70-10 re regulatory process for transportation of nuclear waste through state. Opposes rule due to omission of any ref to tribal govt interest in application to transport nuclear waste. VELE.K.M. Affiliation Not Assigned. 85/02/20. Docketing & Services Branch. 1p. 29166:112-29166:112.
8503080394 Package of two comments opposing petition for rulemaking PRM-71-10 re transportation of radioactive matl.
SHAFER.P.W., NEMETHY.E. Affiliation Not Assigned. 50FR4866. 85/03/04. Docketing & Services Branch. 5pp. 29272:056-29272:060.
8503150333 Comments on petition for rulemaking PRM-71-10 re nuclear waste shipments.Part (e)(2) essential for public input.
RAYMOND.J. Friends for a Non-Violent World, 50FR4866 005. 85/03/07. Docketing & Services Branch. 1p. 29370:155-29370:155.
8503270430 Comments on petition for rulemaking PRM-71-10 re transportation of radioactive matls.Reasonable reduction of current requirements & promulgated regulations endorsed.
TUCKER.H.B. Duke Power Co. 50FR4866 007. 85/03/19. CHILK.S.J. Office of the Secretary of the Commission. 2pp. 29523:170-29523:171.
PROJ PROJECTS - PREDOCKET LICENSING
8503070351 Comments on quality level classification for West Valley Nuclear Svc Co.lnc QA program,in response to 850204 Itr. Borosilicate glass product classification scheme unclear. Comments encl.
CLARK.A.T. Advanced Fuel & Spent Fuel Licensing Branch. 85/02/21. HANNUM.W.H. Energy, Dept. of. 2pp. 29281:347-29281:348.